From: Darrell Garner [garnerde@charter.net] 

Sent: 9/19/2017 12:15:42 AM 

To: Regan, Michael S [/o=Exchangel_abs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=be7cdffad666484fbbce36570340f33b-msregan] 

CC: contactgov [/o=Exchangel_abs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=7ce8741105614afe8a8cc762547a4b2c-contactgov] 

Subject: NoACP 

The Atlantic Coast Pipeline is bad for NC. There is no need for more polluting tracked gas. Please deny the 401 water certification permit! 

Darrell Garner 
H & F: 828-264-8554 
C: 828-964-0458 

"In essentials unity, in non-essentials liberty, and in all things charity." 

Marco Antonio de Dominis (1560-1624) 
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